Attachment 8 


Office of Administration 

Commissioner's Office 

Contract Period July 1, 2015 - June 30, 2016 

"Request for Preauthorization for Other Services" 

Program: Alternatives to Abortion 

Contractor: Alliance for Life - Missouri Inr _ 

Subcontractor: Pregnancy Carp Om-Pr _ 

Please enter below the information for each item/service to be purchased. List the date of purchase 
item to be purchased, cost for the item, and the justification. Items must be approved before 
purchased/provided to be reimbursed. 


Client Name 


Date Enrolled _ 10-18-16 


Proposed Purchase Date 

Item 

2-8-17 

Starter Assembly 

Labor 


Discount 

Amt to be reimbursed 



Total Cost 

(include formal estimate 
from provider of 

_ services] _ 

$181.22 

$122.40 


-$82.03 


$221.59 


Justification, include 
other sources of funding 
that have been 

attempted _ 

ISEflhas been an A2A 
client since 10-18-16. 

She is following through 
with ap pointme nts and 
classes. 

working 25-30 hours per 
week and needs a 
working car to get to her 
job, classes, and 
necessary appointments. 
She is due with her third 
child in May. There are 
no other sources of 
funding in the 
community to assist with 
this repair. 


Authorized person requesting purchase: lanet Doss 

Alliance for Life Program Manager: _Marsha Middleton_ 

Approved for purchase: ‘ ii. i ? ! n_\ -r ' nat-g-1 

Purchase denied:__D ate 

Reason for denying purchase: __ 


Date: 2-8-17 



Rick's 

AUTOMOTIVE. INC 


RICK’S AUTOMOTIVE 

2121 S. CAMPBELL 

SPRINGFIELD. MO. 65807 

Phone: 417-887-2225 Fax: 417-882-7268 

WWW.RICKSAUTOMOTIVE.COM 


REPAIR ORDER# 



REPAIR ORDER - RO _ 

PREGNANCY CARE CENTER 

1342 E PRIMROSE SUITE C 

Springfield. MO 65804 

: 417-87^800314 Home: 417-877-0800 

Oust ID : Hat # 33 

Last Service : ___ Cur. Odometer: 0 

Labor Requested / Part Desc ription 

NO START, THINKS IT IS A STARTER, 

TF 1) NO CRANK 
TEST STARTER CIRCUIT 



Scheduled : 02/08/2017 08:00 AM Print Date : 02/08/2017 



VIN#: 

MFG Date : 2/7/2017 


_ Prev. Odometer: 0 _ Elapsed Mileage : 0 

Pa «# _Qty PartS List Extended 


Technician reports: battery tests good. Positive bnttory cablo ond is a bolt on terininnl A not 
good connection Thoie is power & ground to tho slnrter. The starter is burnt out 
We recommend replacing the starter & tho positivo battery terminal 
STARTER ASSEMHLY - Romove & Replace - All Applicable Models 
G940S / Starter Motor 6949S 

‘“Discount*” 


making 


1.00 


181.22 


0.00 


122.40 

181.22 


DONATION 








